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Message Text 

SECRET 

PAGE 01 MOSCOW 09846 081705Z 
ACTION SY-05 

INFO OCT-OI ISO-00 /006 W 

107097 090325Z/14 

R081505Z lUL 77 
EM AMEMBASSY MOSCOW 
TO SECSTATE WASHDC 9616 

SECRET MOSCOW 9846 

SY CHANNEL FOR SY/OPS/T 

EO 11652: XGDS-3 
TAGS: ASEC 

SUBJECT: SPECIAL MEASUREMENT EQUIPMENT 

1. POST SUPPLIED STEP-DOWN TRANSFORMERS ARE IN SHORT SUPPLY. 

ALL ARE OVER I KW AND WILL BE NEEDED TO KEEP REFRIGERATORS 
RUNNING, ETC. 

2. BOTH MUTS REMOTE MONITORING SITES REQUIRE 115 VOLTS AT 
APPROXIMATELY 50 WATTS. TSO PRESENTLY HAS ONLY ONE 1.6 KW 
TRANSFORMERS. 

3. PLEASE SUPPLY TWO 220/1 10 STEP-DOWN TRANSFORMERS OF APPROX- 
IMATELY 50 WATT CAPACITY. 

4. DURING POWER CHANGEOVER, MUTS MONITORING MAY BE INTERRUPTED 
FOR A 24-HOUR PERIOD. ADVISE IF THIS IS ACCEPTABLE. 
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